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Message Text 

UNCLASSIFIED 

PAGE 01 LAGOS 14905 280853Z 
ACTION AF-10 

INFO OCT-01 ISO-OO EB-08 /019W 

020946 280945Z/20 

R 271610Z DEC 77 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC 0000 
USDOC WASHDC 

UNCLAS LAGOS 14905 

E.O. 11652 : NA 
TAGS : BEXP, NI 

SUBJ : GENERAL ELECTRIC WINS NIGERIAN TURBINE AWARD 

REF : LAGOS 14279 

1 . NEPA PRESENTED LETTER OF INTENT TO GENERAL ELECTRIC CORPORATION 
DECEMBER 27 FOR THE PURCHASE OF THREE 20 MEGAWATT TURBINES FOR 
INSTALLATION IN LAGOS AREA. GE REPRESENTATIVE EXPECTS TO RECEIVE 
PAYMENT ON DECEMBER 28 IN FORM OF CHECK. COMPANY BELIEVES IT 
CAN DELIVER, INSTALL AND PUT EQUIPMENT INTO COMMERCIAL 
OPERATION BY END OF APRIL 1978. 

2. BECAUSE GE INVENTORY OF TURBINES IN U.S. IS VERY LOW, 

EQUIPMENT WILL COME FROM MANUFACTURING ASSOCIATE AEG IN GERMANY. 

OF TOTAL PACKAGE PRICE OF DOLS 15.2 MILLION, APPROXIMATELY DOLS 
DOLS 4 MILLION IN GOODS AND SERVICES WILL COME FROM GE SOURCES 

IN U.S. 
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